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TAGS: ASEC 

SUBJECT: SOFIA ACRS 

REF: (A) ATHENS 7915; (B) ATHENS 7794 

1 . DESTRUCTION OF OLD SOFIA ACR ON SITE (REF B) NOT DE- 
SIRABLE. ROOM WILL HAVE TO BE DISASSEMBLED, CRATED AND BUR- 
LAP WRAPPED FOR TRANSPORT TO ATHENS. ACR SHOULD THEN BE 
SHIPPED VIA SURFACE TRANSPORT TO A/SY/T WAREHOUSES IN 
SPRINGFIELD, VIRGINIA, VIA BALTIMORE, MARYLAND AS SOON AS 
POSSIBLE TO ALLEVIATE LOCAL STORAGE PROBLEM IN ATHENS. 

2. EXACT DIMENSIONS OF CRATES FOR NEW ACR (REF A) ARE NOT 
KNOWN, BUT THE INDIVIDUAL CRATE VOLUMES FOLLOW: 4 CRATES 
10.31 CU. FT., 1 CRATE 7.69 CU. FT., 4 CRATES 6.41 CU. FT., 

2 CRATES 6.29 CU. FT., 41 CRATES 5.94 CU. FTL, AND 2 CRATES 
3.9 CU. FT., FOR A TOTAL OF 340 CU. FT. 
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3. FOR FRANKFURT: PLEASE CONTACT TSO ATHENS AND ADVISE 
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YOUR RECOMMENDED CRATE DIMENSIONS FOR THE OLD KELLER ROOM 
AS WELL AS ANY OTHER INFO THAT WOULD BE HELPFUL IN PREPARING 
TO SHIP THE OLD ROOM FROM ATHENS TO SY/T. HABIB 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 95838 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HGORDON IIUNH 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760304-0629 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760878/aaaacqsd.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 ATHENS 7915, 76 ATHENS 7794 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 APR 2004 by greeneet>; APPROVED <03 AUG 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: SOFIA ACRS 
TAGS: ASEC 

To: ATHENS FRANKFURT 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



